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bathtubs, lavatories, sinks, urinals, and privies, so that their contents may be made, 
to empty into such sewer. 

Sec. 4. That it shall be unlawful for any person, firm, or corporation, to build; 
erect, construct, keep, or maintain, or cause to be built, constructed, kept, or main- 
tained, any privy or surface closet, on any lot or premises within the city limits 
abutting any street, avenue, or public alley or way, along which the city maintains 
a sewer line and water main, or upon any lot accessible thereto. 

Sec. 5. That it shall be unlawful to build, erect, keep, or maintain any building 
to be occupied by one or more persons without providing and maintaining for use 
of such occupants adequate water-closets connected with the city sewer, so as to empty 
the contents thereof into said sewer, or without providing a surface privy built accord- 
ing to the specifications adopted by the board of commissioners and furnished by the 
city building inspector. 

Sec. 6. That it shall be unlawful to build any surface privy" or dry closet, or cause 
the same to be built or constructed, on any lot or premises within the city limits, 
without having first obtained a permit from the city building inspector. 

Sec. 7. That no permit shall be granted to build, erect, or construct, or keep or 
maintain, any surface privy or dry closet on any lot or premises abutting a street, 
avenue, public alley or way, along which the city maintains a sewer and water main, 
or on a lot accessible thereto. 

Sec 8. That all privies and dry closets shall be built and constructed according to 
plans and specifications adopted by the board of commissioners and furnished by the 
city building inspector. 

Sec 9. That any violation of any of the provisions of the above ordinance shall 
subject the offender to a penalty of $50 for each offense, and where such violations are 
continuous, each day shall constitute a separate and distinct offense. [Ordinance 
adopted Aug. 1, 1911.] 

HOLLAND, MICH. 

PRIVIES AND CESSPOOLS — LOCATION, CONSTRUCTION, AND REMOVAL OP CONTENTS. 

Rule 13. No privy, vault, or cesspool shall be placed or permitted within 50 feet 
of any well, spring, or other source of water supply used for cooking or drinking pur- 
poses. It is also ordered that whenever any well, spring, or source of water supply is 
deemed unwholesome or unsafe by the board of health, the same shall be put in a safe 
and wholesome condition, or shall be removed and its use discontinued. 

Rule 14. All privy vaults and cesspools shall be cleaned twice a year, viz, between 
April 1 and June 1, and between Octolber 1 and December 1, of each year, and the con- 
tents be collected and removed by a licensed scavenger in tightly covered tank wagons 
or in barrels approved by the board of health, and conveyed to a place at least one- 
fourth of 1 mile outside of the city limits, there to be disposed of by the trenching 
method. The scavenger shall deodorize the contents of the cesspool or vault before 
removing the same, by mixing with solution of copperas or other approved efficient 
deodorant. The expense of cleaning out such vault and cesspool shall be paid by the 
owner, agent, occupant, or tenant of the premises on which the same are located, but 
in no instance shall the fee charged be more than 50 cents per barrel of 50 gallons 
capacity, provided the minimum fee for each vault or cesspool shall be 75 cents. 

No coarse rubbish, tin cans, metal, glassware, wire, or wood shall be deposited in 
vaults or cesspools. 

Rule 15. All new privies and closets shall be constructed with a drawer so arranged 
that it can be readily removed and emptied of its contents. When used, sufficient dry 
earth, ashes, or slaked lime must be used daily to absorb all the fluid parts of the deposit. 
The maximum fee to be charged for the cleaning out of such drawer shall be 50 cents. 

[Regulations, board of health, adopted Oct. 2, 1911.] 

ORANGE, N. J. 
WATER-CLOSETS AND URINALS — CONSTRUCTION OF FLOORS. 

14. The floors of the water-closet and urinal compartments of all toilet rooms in 
saloons, railroad stations, office buildings, and other public places, shall be water- 
tight, and shall be constructed of or overlaid with cement, slate, tile, or other non- 
absorbent material (wood not being allowed) to permit proper flushing and cleansing 
of such compartment floors. 

15. Sections 20, 58, 59, 60, 61, 63, 64, 67, 68, 84, 86, 125, and 141 of the ordinance to 
which this ordinance is a supplement are hereby repealed. 

[Ordinance, board of health, adopted Oct. 2, 1911, as a supplement to the Sanitary 
and Plumbing Code adopted Dec. 1, 1900.] 



